JONES & LAMSON OPTICAL COMPARATOR — STEEL IMPROVEMENT CO., CLEVELAND, OHIO 


Korfund Vibration Control permitted installation of this optical comparator near a 14,000 |b. steam hammer which previously made readings on this 
comparator impossible except between hammer blows. Note structural framework filled with concrete to add mass and provide rigid base. Angle 


brackets welded to side of base make it unnecessary to raise base by height of isolators and Elasto-Rib pads. 
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